Roof bolter Jimmie Wolfe, who at one time had worked with
Mr. Paugh on foreman Johnson's crew, testified that he was not
aware that Mr. Johnson ever ordered Mr. Paugh to continue bolt-
ing without air (Tr. 116).  Further, Mr. Wolfe, who at one
time had been a foreman himself, confirmed that during his
7 years of employment with the respondent, he made safety com-
plaints, but was never disciplined because of this and still
has his job CTr. 146).

Continuous-miner operator Donald Bray, who was injured
when pinned against a rib in an accident caused by a defective
remote control device on his machine, confirmed that
Mr. Johnson never asked him to do any task which was unsafe or
which would place him in danger, and in referring to
Mr. Johnson stated "I don't think he would do that" (Tr. 157).

During his cross-examination of Mr. Johnson, Mr. Paugh's
counsel stated as follows (Tr. 106-107):

BY MR. HALL:

Q. Mr. Johnson, everybody I have talked to in
this case says that above ground you1re one of
the nicest and finest guys they have ever met.

A.  How's that again?  I didn't hear you.

Q.  I said everybody I have talked to in this
case says that above ground you're one of the
nicest and finest people they have ever met,
including John.  And they also say that you
run the best section; you've got the cleanest
section underground. But when you go under-
ground, you change.  Is there a lot of pressure
on you for production?

A.  I won't say there's a lot of pressure.
There is pressure.  You know that is your job;
that is one of your responsibilities, is the
production.  So, I'm sure that there is a lot
of pressure.

Mr. Paugh conceded that other members of his crew were
sometimes assigned other job tasks, and he confirmed that when
his bolter or the ventilation were down, Mr, Johnson would
invite him "to go eat something." He also confirmed that when
he or Mr. Prinkey were caught up with their work and had noth-
ing else to do, they would sit and drink coffee while waiting
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